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Motion of the Pendulum N° i. gradually decreafing 
all the while, as the other increafedj and in three 
Quarters of an Hour after, it flopped. I then left the 
Pendulum of N« i. at Reft, and fet N«2. a going, 
making it defcribe an Arch of 5 ; It continued to 
vibrate left andlefs, till it defcribed but about 3° $ in 
which Arch it continued to move all the time I ob- 
fervcd it, which was feveral Hours. The Pendulum 
of N» 1. feemed but little affe&ed by the Motion of 
No 2. I tried thefe Experiments feveral times over, 
without finding any remarkable Difference. The 
freer the Room was from any Motion (as Peoples 
walking about in it, <&c) I found the Experiments 
to fucceed the better; and once I found N°z. fet 
a going in 16' 20", and N° 1. at that time flopped in 
36' 40". 

I fhall not offer my Opinion to this Honourable 
Society, concerning the Caufe of thefe c Ph£nomena, 
or at leaft not till I have farther examined it by the 
Help of fome more Obfervations and Experiments. 



VI. Further Obfervations and Experiments 
concerning the two Clocks ahove'mentfoned, 
hy the Same. 

IN the preceding Paper I had the Pleafure to com- 
municate to this Honourable Society, an Ac- 
count of the extraordinary Influence I obferved two 
Clocks to have upon each other, and which was 
attended with fuch Circumftances, as I believe had 
never before been taken Notice of. I fhall now beg 
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Leave to lay before you fome farther Obfervations 
I have ftnce made, which will, I hope, in great mea- 
sure, account for the Facts then related. 

In my former Account I took Notice, that the 
two Clocks were in feparate Cafes, and that the Backs 
of them refted againft the fame Rail j that the Pen- 
dulums, when at Reft, were about two Feet afunder, 
and weighed about 23 tt> each, and were made to 
move with fuch Freedom, that a Weight of 3 ife. 
would caufe either of the Pendulums to defcribe an 
Arch of three Degrees. The raoft remarkable Par- 
ticulars then obferved in them were thefe : If the Pen- 
dulum of one of the Clocks, which (for Diftin&ion 
fake) I called N° 2. was left at Reft, and that of the 
other, which I called N° 1. was fet a going, this 
would, in about 16 Minutes, communicate fo great 
a Quantity of Motion to N° 2. as would make its 
Pendulum defcribe an Arch of above two Degrees, 
and would fet the Work a going : That the Motion 
of the Pendulum of N° 1. conftantly decreafed as 
that of N°2. increafed, and after about 30 Minutes 
it did not defcribe an Arch fumcient to free the Teeth 
of the Wheel from the Pallets, fo that the Clock 
flopped. At the fame time the Pendulum of N° 2. 
described an Arch of five Degrees, which was two 
Degrees more than it. would have done, had it not 
been affe&ed by the Motion of N° 1 . Upon leaving 
the Pendulum of N° 1. at Reft, and fetting No 2. 
a going, the Pendulum of N° 1 . was found to be but 
little affected, and never moved fumxiently to fet the 
Work a going. Thefe feemingly different Effects, 
which the two Clocks had upon each other, I mall 
now endeavour to account for. 
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The Manner in which the Motion is communi- 
cated to the Pendulum at Reft, I conceive to be thus : 
As the Pendulums are very heavy, when either of 
them is fet a going, it occafions by its Vibrations a 
very fmall Motion, not only in the Cafe the Clock is 
fixed in, but, in a greater or leffcr Degree, in every 
thing it touches; and this Motion is communicated 
to the other Clock, by means of the Rail, againft 
which both the Cafes bear. The Motion thus com- 
municated, which is too fmall to be difcovered but 
by means of fome fuch-like Experiments as thefe, 
will, 1 doubt not, be judged by many, infufficient 
to make fo heavy a Pendulum defcribe an Arch of 
two Degrees, or large enough to fet the Work a go- 
ing } and indeed it would be fo, but for the very 
great Freedom with which the Pendulum is made to 
move, arifing from the Manner in which it is hung. 
This appears from the very fmall Weight required to 
keep it going, which, when the Clock was firft put 
together, was little more than one 1b. And if the 
Weight was taken off, and the Pendulum made to 
fwingtwo Degrees, it would make izoo Vibrations 
before it decreafed half a Degree, fo that it would 
not lofe the -j^Vb part of an Inch in each Vibration. 
Indeed if the Weight was hung on, the Friction 
would be increafed, and the Pendulum would not 
move quite fo freely ; but even in that Cafe it was 
found to lofe but little more than the ^Vo P art °f 
an Inch, or about three Seconds of a Degree, in one 
Vibration; and therefore if the Motion communi- 
cated to it from the other, will make it defcribe an 
Arch exceeding three Seconds, the Vibrations muft 
continually increafe till the Work is fet a going. 

And 



And that the Motion is communicated in the man- 
ner above fuppofed, is confirmed by the following 
Experiments : 

A Prop was fet againft the Back of' the Cafe of 
No 2. to prevent its bearing againft the Rail } and 
N° i . was fet a going 5 then obferving them for 
feveral Hours, I could not perceive the leaft Motion 
communicated to N° 2. I then fet both the Clocks 
a going, and they continued going feveral Days ; but 
I could not find they had any Influence upon each 
other. Inftead of the Prop againft the Back of the 
Cafe, I put Wedges under the Bottoms of both the 
Cafes, to prevent their bearing againft the Rail 5 and 
ftuck a Piece of Wood between them, juft tight 
enough to fupport its own Weight. Then fetting 
No 1 . a going, I found the Influence fo much in- 
creafed, that N° 2. was fet a going in lefs than fix Mi- 
nutes, and No 1 . flopped in about fix Minutes after. 
In order to try what Difference would arife, if the 
Clocks were fixed on a more folid Floor, I placed 
them (exactly in the fame manner as in the laft Ex- 
periment) upon the Stone Pavement under the Piazza's 
of the Royal Exchange, and ftuck the Piece of Wood 
between them, as before; and fetting N°'i. agoing, 
the only Difference I could perceive, was, that it 
was 15 Minutes before N° 2. was fet agoing, and 
N° 1 . continued going near half an Hour before it 
flopped. From thefe Experiments I think it plainly 
appears, that the Pendulum which is put in Motion, 
as it moves towards either fide of the Cafe, makes 
the Preffure upon the Feet of the Cafe to be unequal, 
and, by its Weight, occafions a fmall Bearing or 
Motion in the Cafe on that Side towards which the 
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Pendulum is moving 5 and which, by the Interpo- 
sition of any folid Body, will be communicated to 
the other Clock, whofe Pendulum was left at Reft. 
The only Obje&ion to this, I conceive, is the differ- 
ent Effects which the two Pendulums feemed to have 
upon each other. But this I hope to explain to Satis- 
faction. 

For, notwithstanding thefe different Effects, I foon 
found, by feveral Experiments, that the two Clocks 
mutually affected each other, and in the fame Man- 
ner, though not with equal Force ; and that the 
Varieties obfcrved in their A&ions upon each other, 
arofe from the unequal Lengths of their Pendulums' 
only. 

For, upon moving one of the Clocks to another 
Part of the Room, and fetting them both a going, I 
found that N° 2. gained of N° 1. about one Minute 
3 6 Seconds in 24 Hours. Then fixing both againft 
the Rail, as at firft, I fetthem agoing, and made the 
Pendulums to vibrate about four Degrees ; but I foon 
obferved that of N° 1. to increafe, and that of N° 2. 
to decrealej and in a (hort time it did not defcribe 
an Arch large enough to keep the Wheels in Mo- 
tion. In a little time after it began to increafe again, 
and in a few Minutes it defcribed an Arch of two 
Degrees, and the Clock went. Its Vibrations con- 
tinued to increafe for a considerable time, but it 
never vibrated four Degrees, as when firft let a going. 
Whilft the Vibrations of N° 2. increafed, thole of 
N° 1. decreafed, till the Clock Hopped, and the Pen- 
dulum did not defcribe an Arch of more than one 
Degree 3 o Minutes. It then began to increafe again, 
and N° 2. decreafed, and flopped a fecond time, but 
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was fet a going again, as before. After this N° i, 
(lopped a fecond time, and the Vibrations continued 
to decreafe till the Pendulum was almoft at Reft. It 
afterwards increafed a fmall matter, but not fuffici- 
ently to fet the Work agoing. But N° 2. continued 
going, its Pendulum defcribing an Arch of about 
three Degrees. 

Finding them to a£t thus mutually and alternately 
upon each other, I fet them both a going a fecond 
time, and made the Pendulums defcribe as large 
' Arches as the Cafes would permit. During this Ex- 
periment, as in the former, I fometimes found the 
one, and at other times the contrary Pendulum to 
make the largeft Vibrations. But as they had lb 
large a Quantity of Motion given them atfirft, neither 
of them loft fo much during the Period it was a&ed 
upon by the other, as to have its Work flopped, but 
both continued going for feverai Days without vary- 
ing one Second from each other; though when at a 
Diftance, as was before obferved, they varied one 
Minute 3 6 Seconds in 24 Hours. Whilft they con- 
tinued thus going together, I compared them with a 
third Clock, and found that N° 1. went one Minute 
17 Seconds fafter, and N° 2. 19 Seconds flower, than 
they did when placed at a Diftance, fo as to have no 
Influence upon each other. 

Upon altering the Lengths of the Pendulums, I 
found the Period in which their Motions increafed 
and decreafed, by their mutual Aftion upon each 
other, was changed ; and would be prolonged as the 
Pendulums came nearer to an Equality, which from 
the Nature of the Attion it was reafonable to expect 
it would. This difcovers the Reafon why the Pen- 
dulum 
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dulum of N° a. when left at Reft, would be fet a go- 
ing by the Motion of N° i. whereas if N° i. was left 
at Reft, it would not be fet a going again by the Mo- 
tion of N° z. 

For I found by feveral Experiments, that the fame 
Pendulum, when kept in Motion by a Weight, would 
go fafter, than when it only moved by its own Gra- 
vity. On this Principle, which may eafily be ac- 
counted for, it follows, that during the Time in which 
the fhorteft Pendulum, N° 2. was only afted upon by 
N°i. it would move flower, and the Times of its 
Vibrations approach nearer to an Equality with thofe 
of N° 1 . than after it came to be kept in Motion by 
the Weight j and by this means the Time which N° 1. 
would continue to aft up'On it, would be prolonged, 
and be more than was required to make the Pen- 
dulum defcribe an Arch fufficient to fet the Work 
a going. But on the contrary, while the Pendulum 
of N° 1. which was the longeft, was only afted upon 
by N° 2. as it would move flower, the Difference of 
the Times of the Vibrations would be inereafed; 
and confequently the Time which N° 2. would con- 
tinue to aft upon it, would for this Caufe be fliort- 
ened, fo that before the Pendulum of N° 1. would 
defcribe an Arch fufficient to fet the Work a going, 
the Period of its being afted upon would be ended, 
and it would begin to aft upon N° 2. at which time 
its Vibrations would immediately deereafe* and con- 
tinue to do fo till it came to bealmoft at Reft. And 
thus it would continue fometimes to move more, and 
at other times lefs, but never fufficiently to fet the 

Clock a going. 
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This Account might be confirmed by many more 
Experiments I have made relating to this Subject 5 but 
as I hope thefe already mentioned will be thought 
fufficient to confirm the Truth of what 1 have ad- 
vanced, I mail forbear to trefpafs any longer on your 
Time, and fubferibe myfelf 

Tour moft obedient 

humble Servant* 
John Ellicocc. 



VII. The Cafe of a Wound in the Cornea of 
the Eye being fuccefifutty cured by Mr. Tho. 
Baker, Surgeon to St. Thomas's Hofpital, 
and by him communicated to the Royal 
Society, in a Letter to 2)r. Mortimer, 
R. S. Seer* 

A Young Woman, about the Age of if Years, 
on the 6th Day of November 173 3 » received a 
Wound juft in the Pupil of her right Eye, by the 
Spear of a common Fork. An Inflammation fol- 
lowed, with great Pain. The whole Eye appeared 
dark and turbid; and the Humours feemed confufed, 
and blended together. I opened a Vein in the Arm, 
and drew away 10 Ounces of Blood : I then warned 
the Eye with a Collyrium of Trochifci Albi Rhajis, 
and common Water, made Blood- warm j and drefled 
it with a Cataplafm of white Bread and Milk, with 
a little Saffron in it. The next Day there appeared 
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